
DEPARTMENT OF THE ARMY 

UNITED STATES ARMY TEST AND EVALUATION COMMAND 
2202 ABERDEEN BOULEVARD-THIRD FLOOR 
ABERDEEN PROVING GROUND, MD 21005-5001 


May 13, 2016 


Office of the Secretary of the General Staff 


Mr. Ben Winslow 
411A Highland Ave 
Somerville, MA 02100-2516 

Dear Mr. Winslow: 

This is in response to your Freedom of Information Act (FOIA) request dated 
January 29, 2016, forwarded to the U.S. Army Test and Evaluation Command by the U.S. 
Army Dugway Proving Ground FOIA office by email dated May 6, 2016. Your request was 
processed in accordance with Title 5 United States Code 552, The Freedom of Information 
Act. 

We have identified and are providing the enclosed responsive documents. The 
documents have been redacted to remove personal information in accordance with FOIA 
Exemption (b)(6) “personnel and medical and similar files the disclosure of which constitute 
a clearly unwarranted invasion of personal privacy.” 

The redactions constitute a partial denial of your request which may be appealed through 
the FOIA Officer, Secretary of the General Staff, U.S. Army Test and Evaluation 
Command, 2202 Aberdeen Boulevard-Third Floor, Aberdeen Proving Ground, Maryland 
21005-5001. Your appeal will be forwarded to the Office of the General Counsel for final 
disposition on behalf of the Secretary of the Army. It must be sent so that it reaches the 
appellate authority for the U.S. Army within 60 calendar days of receipt of this letter. 

If you have any questions/concerns regarding the above response, please contact 
Kristi Lopez, ATEC FOIA Officer, commercial 443/861-9262, or by email: 
kristi.j.lopez.civ@mail.mil. 


Sincerely, 


KARBLER.DANIEL.L 
EWIS.1100464698 


Digitally signed by 
KARBLER.DANIEL.LEWIS.1100464698 
DN: c=US, o=U.S. Government, ou=DoD, 
ou=PKI, ou=USA, 

cn=KARBLER.DANIEL.LEWIS.1100464698 
Date: 2016.05.13 17:36:12 -04'00' 


Daniel L. Karbler 

Major General, U.S. Army 

Commanding 


Enclosures 


